High Density Computing on a Laptop , IBM Lenovo 


Underclocked my CPU to 800 Mhz on 8 GB of RAM and still 
running really well ... 


T400/T420/X201/X200/T60/T61/EeePC 900A/MSI-Wind/Eee PC 
1005 HAB 


New > MFT Tables > New UUID > Check Flags > New Patition 
Table and Fat32/ext4/extended NTFS/other yes >/dev/sdx ; to 
wipe then gparted ; 


Kubuntu*org for 4 GB CF Card on i686 32b 
Transcend/Insignia compact flash card reader 
San Disk 512 MB Compact Flash Card 
Image iso9660 File System , gparted ; yes >/dev/sdx ; (wipe) ; 
with fdisk -l ; and cat file.iso >/dev/sdx ; Links Below ; 


https://distro.ibiblio.org/puppylinux/puppy-bionic/bionicpup64/ 
isO 


http://www6.frugalware.org/mirrors/linux/puppylinux/puppy- 
bionic/bionicpup64/ iso 


http://ftp.nluug.nl/os/Linux/distr/puppylinux/puppy- 
bionic/bionicpup64/ iso 


http://ftp.vim.org/ftp/os/Linux/distr/puppylinux/puppy- 
bionic/bionicpup64/ iso 


